386

EFFECTS OF EXPOSURE TO LOW LEVELS OF IONIZING RADIATION

Be87            Beral, V. 1987. Cancer near nuclear installations (letter). Lancet i:556.

Ca80            Caldwell, G. S., D. B. Kelley, and C. W. Heath.   1980.   Leukemia among

participants in military maneuvers at a nuclear bomb test:   A preliminary

report. J. Am. Med. Assoc. 244:1575-1578.
Ca83            Caldwell G. G., D. Kelley, M. Zack, H. Falk, and C. W. Heath. 1983. Mortality

and cancer frequency among military nuclear test (Smoky) participants, 1957

through 1979. J. Am. Med. Assoc. 250(5):620-624.
Ca84            Caldwell,  G.  C.,   D.  B. Kelley,   C  W  Heath,  Jr.,  and  M.  Zack.  1984.

Polycythemia vera among participants of a nuclear weapons test.   J. Am.

Med. Assoc. 252:662-664.
Ch85            Checkoway, H., R. M. Mathew, C. M. Shy, et al.   1985.   Radiation, work

experience, and cause specific mortality among workers at an energy research

laboratory. Br. J. Ind. Med. 42:525-533.
Ch88            Checkoway H., N. Pearce, D. J. Crawford-Brown, et al. 1988. Radiation doses

and cause specific mortality among workers at a nuclear materials fabrication

plant. Am. J. Epidemiol. 127:255-266.
C187             Clapp, R. W, S. Cobb, C K. Chan, and B. Walker, Jr. 1987. Leukaemia near

Massachusetts nuclear power plant. Lancet ii:1324-1325.
Co87a          Cook-Mozaffari, P., E L. Ashwood, T Vincent, et al.  1987. Cancer incidence

and mortality in the vicinity of nuclear installations.   England and Wales,

1950-1980. Studies on Medical and Population Subjects, No. 51. London: Her

Majesty's Stationery Office.
Co87b          Cook-Mozaffari, P. 1987.   Cancer near nuclear installations (letter).   Lancet

i:855-856.
Cr87            Crump, K. S., T H. Ng, and R. G. Cuddihy. 1987. Cancer incidence patterns

in the Denver metropolitan area in relation to the Rocky Flats plant. Am. J.

Epidemiol. 126(1):127-135.
Da87           Darby, S. C, and R. Doll. 1987. Fallout, radiation doses near Dounreay, and

childhood leukemia. Br. Med. J. 294:603-607.
Da88           Darby, S. C, G. M. Kendall, T. P. Fell, et al. 1988. A summary of mortality

and incidence of cancer in men from the United Kingdom who participated

in the United Kingdom's atmospheric nuclear weapon tests and experimental

programs. Br. Med. J. 296:332-338.
En83           Enstrom, J. E. 1983. Cancer mortality patterns around the San Onofre nuclear

power plant, 1960-1978. Am. J. Public Health 73(l):83-92.
Ev86            Evans, J. S., J. E. Wennberg, and B. J. McNeil.   1986.   The influence of

diagnostic radiography on the incidence of breast cancer and leukemia.  N.

Engl. J. Med. 315:810-815.
Fa81            Fabrikant, J. I. 1981.   Health effects of the nuclear accident at Three Mile

Island. Health Phys. 40:151-161.
Fo87            Forman, D., P. Cook-Mozaffari, S. Darby et al.   1987.  Cancer near nuclear

installations. Nature 329:499-505.
Fr75            Fraisancho, A. R. 1975. Functional adaptation to high altitude hypoxia. Science

187:313-319.
FSG88         Fallout Study Group. 1988. A case-control study of leukemia in Utah and its

relationship to fallout from nuclear weapons testing. Unpublished manuscript.
Ga84           Gardner, M. J., and P. D. Winter.   1984.   Mortality in Cumberland during

1959-78 with reference to cancer in young people around Windscale (letter).

Lancet i:216-217.
Ga87a          Gardner, M. J., A J. Hall, S. Downes, and J. D. Terrell.   1987. Follow up